CIA/PIC 


G1206 


NEW AIRFIELD U/C 


5NM SW OF NOVO ORSK USSR 
51 18/N - 58 54’E 


St 


4X ENLARGEMENT 


GRADED RUNWAY WNW/ESE 11000’ 


5000’ EXTENTION U/C AT ESE END FOR POSSIBLE OVERALL LENGTH OF 16000’ 


RAIL SERVED POL 
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